Subject: Re: Fabian 
From: Donald Duckworth 
Date: 08/03/2016 08:19 PM 
To: George Livermore 

BCC: Donald R Duckworth <duckworth.donald@gmail.com> 

Let's discuss: what are the issues? what about the requested consolidation of permits? what about the permit type? 
Most importantly, when can we have our Melrose poles back? 

On Wed, Aug 3, 201 6 at 4:04 PM, George Livermore < GeorgeL@dekra-lite.com > wrote: 

Don, 


Talked to Fabian today we still have some issues to work out with, my assistant is going to work on the permit tomorrow 


Respectfully, 

George Livermore 
Sr. Account Executive 
Dekra-Lite Industries, Inc. 
3102 W Alton Ave. 

Santa Ana, CA 92704 
Cell 714-697-5993 
800-436-3627X 254 
georgel@dekra-lite.com 
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P please think about the environment before you print this email 


CONFIDENTIALITY NOTICE: This transmission is intended only for the party to whom it is addressed and may contain privileged and confidential information. 
Any unauthorized use, dissemination or copying of this transmission is prohibited. If you have received this transmission in error, please notify us immediately 
by telephone, return this transmission and delete or destroy any copies, digital or paper. 


